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of Mexico.  The seismic signals from vertical short-period
seismometers are digitized and transmitted to an analysis
center.  An event detector operates on-line, and event
records are stored on disks until transferred to magnetic
tapes for archiving.

The Institute of Geophysics may reinstall the station
that was part of the Worldwide Standardized Seismograph
Network.  The former station is inoperable.  The'Institute
of Geophysics continues to operate several stations of the
national array of instruments installed beginning about
1910.

An array of approximately 10 instruments is operated
at Ensenada by CICESE, which was created by the Science
and Technology Council of Mexico.  The instruments were
installed by UNAM and the University of California at San
Diego (UCSD) to monitor the earthquakes in Baja California
and the Gulf of California.  A telemetered array of 12
stations in this area is being installed by CICESE and UCSD
with joint funding through CICESE and the U.S. Geological
Survey.